TASP Purchase of Training Equipment 


TO TTC Robert Jachim FROM Cmd Psychologist DATE]3 June 1983 
« LTC Hartzell/cc/5126 


1. Request the following biofeedback equinment be purchased for use in training in pilot 
testing: 


Special Order GSA 
Quantity Ttem EEG Feedback Units and Accessories No. Prices 


2 2-10(M) Autogen 120a Encephalograph Analyzer Al20 2,309.20ea 
EMG Feedback Units and Accessories 


Autogen 1700 Myograph Analyzer (includes two 
standard EMG electrode assemblies) 


Feedback Dermograph Units and Accessories 

Autogen 3400 Feedback Dermograph (includes both 
standard and optional dermograph 
electrodes ) 

Feedback Thermometer Units and Accessories 


Autogen 2000b Feedback Thermometer with 
research grade thermistors A2000r 1,780. 


Digital Data Acquisition Systems 


Autogen 5800 Multi-Channel Data Acquisition Center A5800 4,071. 


Autogen P5000 Alpha/Numeric Digital Printer 
(for use with A5500/A5800) P5000 887. 


Autogen 19000 Analog Isolation Modules (One required 
for each channel of A5500/A5800 for 
artifact rejection). 
General Accessories 
1 2-11(M) Stereo Headphones 27.60ea - 
1 2-11(M) High Efficiency Speaker/Custom Cable 27.60ea 
GSA approved number - V797P2342B SUBTOTAL $26,468.40 
Autogenic Systems, Inc. 
809 Alliston Way 
Berkeley, CA 94710 
(415) 548-6056 


Command Psychologist 


Approved For Release 2000/08/07 : CIA-RDP96-00788R001100500001-5 


nA FORM, 9A06 PREVIOUS EDITIONS WILL BE USED 


